R F AMP C0NV IF AMP DET-AVC- PHASE INV. POWER OUTPUT 




1. DC Voltage measu rements are at 20,000 ohms per volt; AC Voltages 
measured at 1,000 ohms per volt. 

2. Socket connections are shown as bottom views. 

3. Measured values ar e from socket pin to common negative. 

4. Line voltage maintained at 117 volts for voltage readings. 

5. Nominal tolerance on component values makes possible a variation of 
± 10% in voltage and resistance readings. 

6. Volume control at maximum, no signal applied for voltage measure¬ 
ments. 
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